ihc distortions present in the coded image. But a casual viewer who spent a few seconds of time in 
scrutinizing the coded image did not see the distortions. Given that edges arc of such great importance, it 
inai.es sense thru regions containing edges be quantized with higher fidelity. However, to do so generally 
re; u: ires a larger codctook, which is not feasible with an LBG VQ. 
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